DOVER,  DEL.  -  The  Delaware  State  Museum  consists  of 
three  buildings.  In  the  foreground  is  The  Old  Presbyterian 
Church  that  was  built  in  1790  on  "Meeting  House  Square" 
to  replace  the  earlier  log  Meeting  House.  Located  on 
Governors  Avenue  and  North  Street,  the  Church  was 
presented  to  the  state,  restored  and  opened  as  a  museum 
in  1950. 
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